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COMPLETE  SPECIFICATION. 

A  New  or  Improved  Convertible  Canopied  Chair, 

We,  Frank  Pugh,  of  31  Gerrard-street,  London,  W.,  Tailor,  and  Albert 
William  George,  of  141  Prince  of  Wales-read,  Haverstock  Hill,  London,  N., 
Upholsterer,  do  hereby  declare  the  nature  of  this  invention  and  in  what  manner 
the  same  is  to  be  performed  to  be  particularly  described  and  ascertained  in  and 
5  by  the  following  statement :  — 

Our  invention  relates  to  a  new  or  improved  canopied  untiltable  elixir  that 
is  easily  convertible  either  into  a  couch  or  bed,  or  into  an  ambulance  stretcher, 
or  that  can  be  compactly  folded  to  facilitate  the  storage  or  transport  thereof. 

Our  said  invention  is  hereinafter  described  with  reference  to  the  aceompany- 
10  ing  drawings,  which  illustrate  an  example  of  apparatus  in  accordance  therewith. 

Figs.  1  to  3  of  these  drawings  are  views  showing  the  apparatus  respectively  * 
arranged  as  a  canopied  chair,  a  couch  or  bed,  and  an  ambulance  stretcher. 
Fig.  4  is  a  similar  view  showing  the  apparatus  folded  for  transport  or  storage ; 
and  Fig.  5  is  a  diagrammatic  view'  showing  more  clearly  the  relations  between 
15  its  component  parts. 

The  convertible  chair  illustrated  in  the  drawings  comprises  a  wreb  1  ;  a  pair 
of  side  frames  eacn  consisting  of  a  horizontal  bar  2  to  which  there  is  hinged 
at  3  and  4  respectively  a  front  support  5  and  a  rear  support  6  ;  an  inner  frame 
that  can  be  arranged  either  horizontally  as  shown  in  Figs.  2  to  4,  or  in  an 

20  inclined  position  as  shown  in  Fig.  1,  and  that  consists  of  a  pair  of  bars  T  that 

are  pivotally  secured  at  8  to  the  bars  2  and  are  joined  together  by  a  tie  9; 
bars  10  that  are  secured  at  11  by  means  of  hinges  to  the  bars  7,  and  that,  as 
shown  in  Fig.  1,  are  adapted  to  assume  an  approximately  horizontal  position 
so  as  to  support  a  canopy;  bars  12  that  are  pivoted  at  13  to  the  bars  10  and 
25  can  be  connected  to  the  bars  7  by  means  of  pins  that  enter  holes  at  14  in  the 

bars  7  and  12 — (Fig.  1) ;  a  removable  bar  15  that,  w^hen  the  apparatus  is 

arranged  as  a  chair,  supports  the  rear  of  the  canopy,  forming  portion  16  of  the 
web  1;  and  a  frame  17  that  is  pivoted  at  18  to  the  bars  7,  and  is  adapted  to 
support  these  bars  either  in  an  inclined  or  in  a  horizontal  position  as  herein- 
30  after  more  fully  described. 

The  web  1  of  suitable  textile  fabrics,  which  in  the  accompanying  drawings 
is  shown  in  broken  lines,  and  treated  as  though  composed  of  transparent 
material,  has  its  ends  respectively  attached  to  bars  19  and  20,  the  former  of 
which  forms  a  portion  of  the  front  support  5,  whilst  the  latter  joins  together 
35  the  extremities  of  the  bars  10.  In  the  arrangement  shown  in  Fig,  1  the  w^eb  1 
is  loosely  suspended  between  the  bars  15  and  19,  whilst  the  bars  7  are  adjust¬ 
ably  supported  in  an  inclined  position  by  means  of  the  frame  17,  the  lowTer 
corners  of  which  engage  in  notches  formed  in  the  upper  edges  of  pieces  21 
secured  to  the  inner  faces  of 'the  bars  2.  There  may  be  provided  in  each  of 
40  the  pieces  21  several  notches  to  enable  the  inclination  of  the  bars  7  to  be  varied. 
One  of  the  pieces  21  is  visible  in  Fig.  1.  ^ 

When  the  apparatus  is  arranged  as  a  bed  or  couch,  the  bars  7  and  10  are- 
horizontal  and  the  web  1  is  in  tension,  the  lower  ends  of  the  rods  12  being 
then  connected  at  22  with  the  rear  support  6  and  with  the  corners  of  the 
45  frame  17  by  means  of  pins  that  pass  through  the  rods  and  the  support,  and 
engage  holes  in  the  said  corners,  The  web  1  is  under  these  circumstances* 
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stretched  over  the  tie  9  which  is  brought  approximately  into  alignment  with 
the  hinges  at  3 ;  and  additional  support  is  afforded  to  the  bars  T  by  means  of 
pins  at  23  and  24,  by  which  the  said  bars  can  be  connected  with  the  bars  2. 

At  the  junction  11  of  the  bars  7  and  10  there  may  be  provided  bolts  lla  by 
which  these  bars  may  be  more  rigidly  secured  together  whilst  in  a  horizontal 
position.  The  pins  which  enter  the  holes  already  referred  to  at  14,  22,  23  and 
24  are  preferably  secured  to  the  apparatus,  as  by  means  of  chains  attached  to 
eye  bolts  screwed  into  the  apparatus  in  the  vicinity  of  these  holes. 

The  removable  bar  15,  besides  serving  as  a  support  for  the  rear  of  the  canopy 
(Fig.  1)  maintains  the  tension  of  the  web  1  when  the  apparatus  is  folded  10 
together ;  it  is  preferably  provided  with  recesses  or  notches  that  engage  with 
corresponding  recesses  or  notches  formed  in  the  bars  10.  The  supports  5  and  6 
may  at  their  upper  ends,  in  proximity  to  the  hinges  3  and  4,  be  formed  with 
tenons  that  enter  mortises  in  the  bars  2. 

When  the  apparatus  is  to  be  used  as  an  ambulance  stretcher,  the  bars  10  are  1  5 
first  temporarily  upwardly  inclined,  whereby  the  tension  of  the  web  is  some¬ 
what  relaxed,  so  as  to  allow  the  support  5  to  be  folded  under  the  bars  2,  and 
the  bars  12  and  the  frame  IT  are  then  secured  at  22  to  the  supports  6  (as  shewn 
in  Fig.  3)  in  the  same  manner  as  when  the  apparatus  is  used  as  a  couch  or  bed. 

The  apparatus  can  be  very  cheaply  manufactured,  and  when  folded  for  trans-  20 
port  or  storage  it  is  very  compact ;  the  supports  ,5  and  6  and  the  frame  17  are 
then  turned  upward  beneath  the  bars  2,  the  bars  10  are  folded  over  the  bars  2, 
the  bars  12  are  laid  beside  them,  and  the  web  is  stretched  over  the  bars  9 
and  15.  Except  when  in  use  as  just  described,  or  for  supporting  the  canopy 
as  already  set  forth,  the  bar  15  is  laid  aside.  25 

The  general  arrangement  of  the  components  of  cur  apparatus  and  the  rela¬ 
tions  between  its  various  dimensions  are  most  clearly  shown  in  the  diagram¬ 
matic  representation  constituting  Fig.  5  of  the  drawings:  where  in  the  bars  7, 

10  and  12,  and  the  frame  17  are  shown  both  in  the  position  corresponding  to 
Fig.  1  and  in  that  corresponding  to  Fig.  2. 

Having  now  particularly  described  and  ascertained  the  nature  of  our  said 
invention  and  in  what  manner  the  same  is  to  be  performed,  we  declare  that  what 
we  claim  is  :  — • 

1.  A  chair  so  constructed  and  arranged  as  to  be  convertible  into  either  a  bed 

or  couch,  or  into  an  ambulance  stretcher,  and  adapted  to  be  compactly  foiled  35 
for  transport  or  storage ;  substantially  as  hereinbefore  set  forth. 

2.  I  he  improved  convertible  chair  hereinbefore  described  with  reference  to, 
and  shown  in  the  accompanying  drawings. 

Dated  this  3rd.  day  of  Xov.  1904. 


FRAXK  PUGH. 
ALBERT  W.  GEORGE. 
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is  Drawing  is  a  reproduction,  of  the  Original  on  a  reduced  scale j 


